St.  James  Lutheran  Church  (The  Straw 
Church),  Phillipsburg,  New  Jersey,  was 
founded  in  1750.  Located  on  U.S.  Route  22 
just  east  of  Phillipsburg,  the  present  church 
building  was  dedicated  in  1834.  A  new 
Church  School  building  and  Fellowship 
Hall  will  be  erected  during  the  210th  Anni- 
versary Year. 
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